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The trap method is certainly more convenient for 24- to 30-in. beach lines and may be desired for 20-in. lines, A number of traps are opened at a time and when the lift opposite a trap is completed that trap is closed and another is opened. Operating of traps should be in sequence instead of jumping around
from one part of the dam to another as this will help in maintaining an even beach line, which is essential in minimizing the development of tongues of sand into the core and tongues of core into the shell. Shear boards are also utilized on the beach to help to maintain the beach line.
Wear of Sluice Pipe. The wear on the sluice pipe varies greatly with the character of the solids carried. For instance, a JH$-in. thick 20-in. pipe of ordinary grade may not be good for more than 700,000 cu yd of sand gravel and